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THE SOURCE EVALUATIONS IN THIS REPORT ARE DEFINITIVE. 
THE APPRAISAL OF CONTENT IS TENTATIVE. 
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Effective 1 December 1953* the following personnel changes* took effect at Funk- 
werk Koepenieks 

1* Walter Heine, former head of TE 1 (Development Area l), who succeeded former 

Technical Director Kurt Pfeil in the management of the enterprise, was succeeded 
by Dipl. Tng. Wolf gang Iruske as head of TE 

2. Engineer Heins Braunhold succeeded Bruske a« head ef Department TES (Transmitter 
Development) . 

3* Hans-Jo&chim Schidlowski, director of Plant 11 (the production branch of the Funk- 
werk) 9 was sent to a Party school and was succeeded by Kurt Braesemann, former 
deputy to Labor Director Tiger (fnu), in Plant. I 0 

4e Production Chief Erich Lizmert of Plant II, was also sent to a Party school and 
was replaced by Schmidt (fnu), formerly assistant to the Technical Director* 
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